USDA 



United States Department of Agricutiure 
Animal and Plant Hqaltti Inapacibn 


CIHESiMLDO 

25215aig^1ie0532: Inspjd 


Inspection Report 


Metro Richmond Zoo 
8300 Beavar Bridge Rpad 
MomIs^. VA £3120 

Site- 001 

M6tPO ntCriktOhOZOO 

Type- ROUTINE INSPECTION 
Date- May-06-20 tS 


Customer ID- 2409 
Ceflificate- 62'C'Ca23 


2.75 

RECORDS; DEALERS A hID EXHieUORS. 

Records of acquisitior and disposition I(k alt covered species must be availaWe for review- bjr USDA officials during 
ingpeclians. During [hrs inapectign reqpnJs of di5PKitiqn''dealfi were ngt cJurrent. Some of the requieglEd information 
was unaMo to t>o re'/lowad. This tacitity naods to implamant a bettor mothod of record koeprog irtal aJiows all 
required infonnation to be reviewed within a reasonabte time. 

To be corrected by June 1 , 30l 5 

Inapoction and okIE inlorviow conducted with Ifio licort&eo. 
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